
CALIFORNIA 
HIGH-SPEED RAIL 
AUTHORITY 


Resolution # HSRA 12-20 


Merced to Fresno Section High-Speed Train Project: 


Adoption of CEQA Findings of Fact and Statement of Overriding Considerations 


Adoption of Mitigation Monitoring and Reporting Program 


Approval of the Hybrid Alternative North/ South Alignment, Merced Downtown Station Location, 
and Downtown Fresno Station at the Mariposa Street Location 


WHEREAS, pursuant to the California High-Speed Rail Act, Public Utilities Code section 185000, et 
seq., the California High-Speed Rail Authority ("Authority") was created in 1996 to direct the development and 
implementation of intercity high-speed rail service that is fully integrated with the state's existing intercity rail 
and bus network. 

WHEREAS, the Authority has chosen to use a tiered environmental review and decision making 
process to identify preferred alignments and station locations for the high-speed train system; 

WHEREAS, the Authority and the Federal Railroad Administration (FRA) completed a first-tier, 
program EIR/EIS for the statewide high-speed train (HST) system in 2005 and approved general alignments 
and station locations for further study in second-tier, project-level environmental documents, but directed staff 
to prepare a separate first-tier, program El R/EIS for the Bay Area to Central Valley route; 

WHEREAS, the Authority and FRA completed a first-tier, Bay Area to Central Valley HST Final 
Program EIR/EIS in 2008, and the Authority completed a Partially Revised Final Program EIR in 2012; 

WHEREAS, the Authority has now completed a second-tier Merced to Fresno Section Final Project 

EIR/EIS; 

WHEREAS, the Authority has certified the Merced to Fresno Section Final Project EIR/EIS through 
Resolution 12-19; 

WHEREAS, all legal prerequisites to the adoption of this Resolution have been fulfilled; 

NOW, THEREFORE, IT IS RESOLVED by the California High-Speed Authority takes the following actions: 

Section 1. Adoption of CEQA Findings of Fact. As the decision-making body for the High-Speed Train system, 
the Authority has reviewed and considered the information contained in the Merced to Fresno Final Project 
EIR/EIS and in the CEQA Findings of Fact attached hereto as Exhibit "A" and supporting documentation. The 
Authority determines that the CEQA Findings of Fact contain a complete and accurate reporting of the 
environmental impacts and mitigation strategies associated with the Hybrid Alternative North/South 
Alignment, the Downtown Merced Station Location, and the Downtown Fresno Station at the Mariposa Street 
Location. The Authority further finds that the CEQA Findings of Fact have been completed in compliance with 
CEQA and the State CEQA Guidelines. The Authority hereby approves and adopts the CEQA Findings of Fact 
attached hereto as Exhibit "A”. 
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Section 2. Adoption of Statement of Overriding Considerations. The Authority hereby finds that the 
Statement of Overriding Considerations was completed in accordance with Public Resources Code section 
21081 and State CEQA Guidelines Section 15093, subdivision (a), which states that CEQA requires the 
decision-making agency to balance, as applicable, the economic, legal, social, technological, or other benefits 
of a proposed project against its unavoidable environmental risks when determining whether to approve the 
project. The Statement of Overriding Considerations is included in the Findings of Fact attached hereto as 
Exhibit "A" and sets forth those significant effects on the environment that are found to be unavoidable, but 
are acceptable due to the overriding concerns and benefits expected to result from implementing the Hybrid 
Alternative North/South Alignment, the Downtown Merced Station Location, and the Downtown Fresno Station 
at the Mariposa Street Location as part of the statewide HST System. The Authority hereby approves and 
adopts the Statement of Overriding Considerations included in the Findings of Fact attached hereto as Exhibit 


Section 3. Adoption of Mitigation Monitoring and Reporting Program. Pursuant to Public Resources Code 
section 21081.6, and State CEQA Guidelines Section 15091, subdivision (d), the Authority hereby adopts the 
Mitigation Monitoring and Reporting Program attached hereto as Exhibit “B". 

Section 4. Approval of the Hybrid Alternative North/South Alignment, the Downtown Merced Station Location, 
and the Downtown Fresno Station at the Mariposa Street Location as part of the statewide HST System . 

Based on and in consideration of all of the foregoing, the Authority hereby approves the Hybrid Alternative 
North/South Alignment, the Downtown Merced Station Location, and the Downtown Fresno Station at the 
Mariposa Street Location, along with, and as conditioned by, the design practices and mitigation measures, 
which are described in the Findings of Fact attached hereto as Exhibit A and reflected in the Mitigation 
Monitoring and Reporting Program attached hereto as Exhibit B, and which shall be incorporated into and be a 
part of the approved project. 

Section 6. Next Steps. The Authority hereby directs staff to file a Notice of Determination with the State 
Clearinghouse and to take any other necessary steps to implement the project. The Authority further directs 
staff to carry forward all alternatives for the east/west connection and wyes for further study and 
consideration as part of the San J ose to Merced El R/EIS process, as further described in Exhibit A. 

CERTI FI CATION 

The undersigned Chief Executive Officer, or his designee, of the California High-Speed Rail Authority does 
hereby certify that the foregoing is a full, true, and correct copy of a resolution duly and regularly adopted at 
a meeting of the California High-Speed Rail Authority held on May 3, 2012. 


Dated: 


Thomas Fellenz 

Acting Chief Executive Officer 


Vote: 

Date: 
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